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COVANCE LABORATORIES. INC. 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUL-30-2003 


Last inspection conducted September 16, 2002. 

Animal Inventory: 

Non Human Primates - 611 

Dogs - 524 

Pigs -35 

Rabbits - 131 

Guinea Pigs -30 


No non-compliances identified during this inspection. 
Note: 


Two rooms housing primates were identified as having celling tiles in need of repair. Room 221 N has a ceiling tile above an 
pipe with peeling paint; Room 227N has a ceiling tile that is cracked and chipped. Work orders have been issued to schedule 
repair of the ceiling tiles in these rooms. 
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